ane ie CARD ARLINGTON APPRAISED: 1,255,000/ 1,255,000 
Map me e USE VALUE: 1,255,000/ 1,255,000 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 1,255,000 / 1,255,000 
No Alt No Direction/Street/City Use Code Land Size Building Value __Yard Items Land Value Total Value Legal Description User Acct 
85 OAKLAND AVE, ARLINGTON 101 11597.000 712,900 4,600 537,500 1,255,000 108001 
OWNERSHIP Unit #: GIS Ref 
Owner 1: /HESSE CARA A/ TRUSTEE 
cane = AE AES EM Tver ee oe | ae be pa ae hee Entered Lot Size BiSne a 
tal Par ; 255, : 
eam 85 OAKLAND AVE - a Market a o ae er sam /Card: a /Parcel: |502.50 = mah Insp Date atriot 
Street 2: J P eve. gee. Land Unit Type: Taine Properties Inc. 
Twn/City: |ARLINGTON PREVIOUS ASSESSMENT Parcel ID |162.0-0002-0003.0 112646! USER DEFINED 
St/Prov:|MA | Chtry| Own Oce: Y TaxYr Use Cat BidgValue Yrdltems Land Size Land Value Total Value Asses'd Value Notes Date , , ane ee 108001 
Postal: (02476 Type: 2022 101 =FV 712,900 4600 11,597. 587,500 1,255,000 Year end 12/23/2021 PRINT Prior Id # 2: 
PREVIOUS OWNER 2021 101 =~FV 691,400 4600 ‘11,597. 537,500 1,233,500 Year End Roll 12/10/2020 Date | Time Bio) Id # 3: 
Owner 1: HESSE CARA A - 2020 101 «~FV 391,600 4600 11,597. 537,500 933,700 933,700 Year End Roll 12/18/2019 Taney NeAG4e Prior Id # 1: 
Owner 2: | - 2019 101 FV 296,500 4600 11,597. 537,500 838,600 838,600 Year End Roll 1/3/2019 ants Prior Id # 2: 
Street 1:|85 OAKLAND AVE 2018 101 FV 295,900 4600 11,597. 476,100 776,600 776,600 Year End Roll 12/20/2017 LAST REV Prior Id # 3: 
Twn/City: [ARLINGTON 2017 = 101 FV 295,900 4600 11,597. 399,300 699,800 699,800 Year End Roll 1/3/2017 Date Time Prior Id # 1: 
StProv:|MA ca 2016 101. FV 295,900 4600 11,597. 399,300 699,800 699,800 Year End 1/4/2016 08/05/20 | 09:03:40 | Prior Id #2: 
Postal: (02476 2015 906 FV 288,600 4600 11,597. 345,600 638,800 638,800 Year End Roll 12/11/2014 mmemakin Prior Id #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT PAT ACCT. 12646 ASR Map: 
This parce contains .266 Sq. Ft. of land mainly classified as Grantor Legal Ref Type Date Sale Code Sale Price V Tst Verif Notes Fact Dist: 
One Family with a Colonial Building built about 1940, having HESSE CARA A, FOlae165 [ta 7i2020 ” |Convenience 99|No_No Reval Dist: 
primarily Wood Shingle Exterior and 2498 Square Feet, with 1 MCARTHUR JAMES (78701-105__|t_—(11/22/2019 |Family 1No_ [No Year: 
Unit, 2 Baths, 0 3/4 Bath, 1 HalfBath, 8 Rooms, and 4 Bdrms. TRINITY ESE Wp! lesen poe 7ASa00 NO INO (enaeessant 
CLARK ROY T &H 7709-6 2/26/1951 Family No No : 
OTHER ASSESSMENTS Eidieasra 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode F. Descrip Comment Date Result By Name 
PROPERTY FACTORS ___|g/29/2018 898 Heat App 26,000 C HVAC syst above ga 6/9/2020 Permit Visit DGM_D Mann 
Item | Code |Description | % | Item | Code |Description (71/46/0017 1537 Addition 567,000 O 7/31/2018 Inspected CC Chris C 
Z |R1__|SINGLEFA |100_| water 6/7/2017 656 Alterati 35,000 O 6/1/2018 MEAS&NOTICE BS Barbara S 
0 Sewer 4/24/2017 463 Siding 15,000 O 12/6/1999 Meas/Inspect 263 PATRIOT 
n Electri 3/21/2017 297 Demo gar 5,000 DEMO GARAGE 3/1/1983 LO 
Census: Exmpt 12/22/2016 1564 Add Att 1,150 O 
Flood Haz: 12/14/2016 1536 Heat App 14,000 O 
D Topo || Level 11/7/2016 1364 Re-Roof 14,500 C 
Ss Street 10/28/2014 1439 Redo Kit 39,000 Take wall down bet 
t Gas: 1/17/2001 23 Redo Kit 7,000 O Sign: / / 
LAND SECTION (First 7 lines only) SSS 
ode Description Ee No of Units ate Unit Type — Land Type ae ee = Adj Neigh ni Nii Infl1 % Infl2 % Infl8 % i ae % nee a de Fact Use Value Notes 
101 One Family 11597 Sq. Ft. Site 0 70. 0.66 8 537,535 537,500 
Total AC/HA: |0.26623 Total SF/SM: |11597 Parcel LUC: /101 One Family Prime NB Desc [ARLINGTON Total: 537,535] | Spl Credit Total:| 537,500 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - ArchiveProArling apro 2023 


EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 


Type:|6 - Colonial Full Bath|1 Rating: |Average 1940. 
Sty Ht:|2A - 2 Sty +Attic A Bath: }1 Rating: |Average 
(Liv) Units: |/1 Total: /1 3/4 Bath: Rating: 
Foundation: |3  - BrickorStone A 3QBth Rating: 
Frame:|1 - Wood 1/2 Bath: |1 Rating: | Average 
Prime Wall: 1 - Wood Shingle A HBth: Rating: 
Sec Wall: %| OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: 1 - Gable OTHER FEATURES 1st Res Grid | Desc:|Line 1 # Units /1 
Roof Cover: |1_- Asphalt Shgl Kits:|1 Rating: |Average Level |FY LRDR D KFRRARBRFBHBL O 
Color: A Kits: Rating: Other 
View / Desir: Frpl:/1 Rating: Average ie 
: cane vi 
GENERAL INFORMATION EES _[BiaHOt Tr 
Grade:|B - Good CONDO INFORMATION ewer 
Year Bit|1940 [Eff YrBit[201e | __Cocalfon: Totals [ AMs:|8 [BRs|4 [Baths:|1 [HB|1 | 
Ait LUC: Alt %: HoalUnits: 
Jurisdict:|621 Fact: ace REMODELING RES BREAKDOWN 
Const Mod: Om: Exterior: No Unit RMS BRS FL 
Lump Sum Adj: ru ‘ Interior: 1 8 4 
DEPRECIATION Additions: 
TERE EGR AT On Phys Cond:|AV - Average | 1.0|% > Kitghen:|2001 
Avg HUFL: STD ne 9 
- Functional: % Baths: 
Prim Int Wal |2_ - Plaster = 9 = 
Economic: % | Plumbing: 
Sec Int Wall: % rar 0 9: 
Fy Special: ’ 1 Electric: 
Partition: /T - Typical as 9 Totals 
aa a oeaiend Override: % Heating: 
rim Floors: 3 - Hardwoo' E : 
j Total: 1/% | General: a a SUB AREA SUB AREA DETAIL 
eal 2 CALC SUMMARY Code Description Area-SQ_ Rate-AV _—_— Undepr Value Sub % : % 
Seton hiley 12 ~ Gonerete Basic $ / SQ: |130.00 COMPARABLE SALES FFL First Floor 1,126 146.100 164,506 | Area (Uso) 24” Tite | ou ee 
SUED: Size Adj.:|1.07042038 Rate Parcel ID Typ Date Sale Price BMT Basement 1,049 43.830 45,977 | | 
Bsmnt Gar: Const Adj.:|1.04989493 SFL Second Floor 899 146.100 131,342 
Electrie:|3 _- Typical Adj $/ SQ: 146.098 GAR Garage 630 19.910 12,546 
Insulation: [3 _- Typical Other Features: [95876 TQS 3/4 Story 473 146.100 69,031 
Int vs Ext: |S Gradelractor| 1.33 UAT Upper Attic 225 58.440 13,134 
Heat Fuel: |2 - Gas 3 NBHD Inf: /1.00000000 a meee Pom 150 47.640 7,146 
Heat Type: 15 - H.V.A. E . : pen Porc 40 46.200 1,848 
¥ Heat Svs: 1 NEED Med: WtAvs/SQ: AvRate: Ind.Val Net Sketched Area: [4,591 Total: 405,530 
ye LUC Factor: |1.00 =n 2407 5 ees 7 
% Heated: |100 % AC: /100 Adj Total: |720071 Juris. Factor: ]1.00 Before Depr: ]194.31 ize Ad 5| Gross Area 5423] FinArea 2498 
Solar HW: [NO | Central Vac: |NO Depreciation: |7201 Special Features: /0 Val/Su Net: 155.28 IMAGE é * 
% Com Wal % Sprinkled Depreciated Total: [712870 Final Total: [712900 Val/Su SzAd [285.45 AssessPro Eats ERO peste ae 
MOBILE HOME | Make: Model: Serial # Year: Color: EY a 
SPEC FEATURES/YARD ITEMS PARCEL ID |162.0-0002-0003.0 
Code Description A Y/S Qty Size/Dim Qual Con Year _UnitPrice D/S Dep LUC Fact NBFa ApprValue JCodJFact Juris. Value 
3 Garage DY 1 17X20 A AV 1940 22.35 T 40 101 4,600 4,600 


More:|N Total Yard Items: 4,600 Total Special Featues: Total: 4,600 


